FISHER 

LIMITED WARRANTY 


Fisher Corporation, 21314 Lassen Street, Chatsworth, California, 
warrants to the original retail purchaser Fisher equipment against defects 
in material and workmanship with respect to the items and for the periods 
specified below: 


ITEM 


Receivers, Amplifiers, Tuners 
(excluding MC Series) 

Integrated Component Systems, MC Series 

Speaker Systems, ST Series 

Speaker Systems, XP Series or MS Series 

Automatic Record Changers 

Tape Cassette and Cartridge Units 

Phono Cartridges 

Turntables 


WARRANTY PERIOD 
Labor 


2 years 

1 year 
5 years 

2 years 
90 days 

1 years 
90 days 
1 year 


Parts 

2 years 

1 year 
5 years 
2 years 
1 year 
1 year 
1 year 
1 year 


IMPLIED WARRANTIES, OF MERCHANTABILITY, FITNESS FOR 
A PARTICULAR PURPOSE, OR OTHERWISE, ARE LIMITED IN 
DURATION TO THE DURATION OF THE APPLICABLE EXPRESS 
WARRANTY SET FORTH ABOVE. IN NO EVENT SHALL FISHER BE 
LIABLE FOR ANY LOSS, INCONVENIENCE OR DAMAGE WHETHER 
DIRECT, INCIDENTAL, CONSEQUENTIAL OR OTHERWISE RESULT¬ 
ING FROM BREACH OF ANY EXPRESS OR IMPLIED WARRANTY, 
OF MERCHANTABILITY, FITNESS FOR A PARTICULAR PURPOSE, 
OR OTHERWISE, WITH RESPECT TO THE EQUIPMENT, EXCEPT 
AS SET FORTH HEREIN. 

SOME STATES DO NOT ALLOW LIMITATIONS ON HOW LONG 
AN IMPLIED WARRANTY LASTS AND SOME STATES DO NOT 
ALLOW THE EXCLUSION OR LIMITATION OF INCIDENTAL OR 
CONSEQUENTIAL DAMAGES, SO THE ABOVE LIMITATIONS OR 
EXCLUSION MAY NOT APPLY TO YOU. 


DESCRIPTION OF WARRANTY RIGHTS 

From the date of purchase through the applicable warranty period, 
Fisher will replace, without charge to the original retail purchaser for labor 
and/or replacement parts, as the case may be, any part of any warranted 
item which is found to be defective. During the applicable warranty 
period wherein Fisher will replace defective parts without charge for labor, 
all warranty inspections and repairs must be performed at a Fisher author¬ 
ized service agency or a Fisher service center whose addresses are shown on 
the Fisher National Service Directory, available on request from Fisher 
Corporation, Warranty Department, 21314 Lassen Street, Chatsworth, 
California 91311. During the applicable warranty period wherein Fisher 
will replace defective parts without charge for replacement parts only, all 
warranty inspections must be performed and replacement parts obtained 
at a Fisher authorized service agency or a Fisher service center. 





CONDITIONS TO WARRANTY SERVICE 

For this warranty to become effective, the following requirements 
must be met: 

1. Any postage, insurance and shipping charges of warranted items to a 
Fisher authorized service agency or Fisher service center must be 
prepaid by the original retail purchaser and these costs are not 
included under this warranty. 

2. The dealer's original bill of sale or a charge or credit or delivery 
receipt must be retained by the original retail purchaser as proof of 
the purchase date of the warranted item and must be presented to 
the Fisher authorized service agency or Fisher service center when 
warranty claims are advanced. 

EXCLUSIONS FROM THE WARRANTY 

This warranty does not cover the specific items and/or conditions 
described below: 

1. Equipment which has been damaged due to: 

• Accident, misuse, abuse, fire, flood or "Acts of God" or other 
contingencies beyond the control of Fisher. 

• Use of incorrect line voltages. 

• Use of incorrect fuses. 

• Improper or insufficient ventilation. 

• Failure to follow Fisher's operating instructions. 

• Improper or unauthorized repairs. 

2. Damage to warranted items sustained in shipment to the original 
retail purchaser. 

3. Power transformer voltage or record changer motor conversion to 
foreign or domestic voltage and current frequency. 

4. Routine adjustments arising from normal use, such as: 

• Changing blown external fuses. 

• Tonearm adjustments. 

• Cleaning of record changers or tape mechanism and heads. 

• Stylus inspection, cleaning or replacement. 

5. Any unit which has had its serial number altered, defaced or removed. 

Fisher will not be responsible for labor charges of unauthorized service 
agencies. Fisher will not be responsible for labor charges of Fisher auth¬ 
orized service agencies or Fisher service centers except during the warranty 
period applicable thereto. Fisher will not be responsible for the loss of 
or damage to equipment while in the possession of any authorized or 
unauthorized service agency. Fisher reserves the right to make changes 
in design and improvements upon its products without assuming any 
obligation to install such changes upon any of its products previously 
manufactured. 

This warranty gives you specific legal rights and you may also have 
other rights which vary from state to state. 
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